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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 
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''Knowledge is such a treasure which cannot be stolen" 
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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 5243-1977 'Textile machinery and accessories — 
Numbering of heald frames in a loom', issued by the International Organization for Standardi- 
zation ( ISO ) was adopted by the Bureau of Indian Standards on the recommendation of the 
Machinery for Fabric Manufacture ( Excluding Knitting ) Sectional Committee and approval of 
the Textile Division Council. 

Wherever the words 'International Standard' appear, referring to this standard, they should be 
read as 'Indian Standard', 
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1 SCOPE AND FtELD OF APPLICATION 

This International Standard specifies the principle of numbering of heald frames in a loom. 

2 NUMBERING OF HEALD FRAMES 



Cloth delivery 



Warp entry 




The numbering of the heald frames is made from the cloth delivery side of a loom (see the figure). 
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Standard Mark 

Th€ use of the Staudatu Mark is gGverned by the prcviiiGns of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard xionveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection^ testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
whicli a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



